Name                                                                      Docket    Page

DUKE POWER CO., 50-269, 50-270 & 50-287      72-0004       235

GENERAL ELECTRIC CO., MORRIS                     72-0001        234

OPERATIONS, 70-1308

MODEL: CASTOR V/21, GENERAL NUCLEAR    72-1000       235
SYSTEMS, INC.

MODEL: VSC-24, PACIFIC SIERRA NUCLEAR     72-1007       235
ASSOCIATES

Name                                                                       Docket    Page

NORTHERN STATES POWER CO., 50-282 &       72-0010        235
50-306

PUBLIC SERVICE CO. OF COLORADO, 50-         72-0009        235
267

VIRGINIA ELECTRIC & POWER CO., 50-280        72-0002
& 50-281

UNKNOWN
UNKNOWN
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